REFORMED  DUTCH  CHURCH  OF 
FLATBUSH.  C  1910 

(Flatbush  &  Church  Aves  .  Flatbush.  NY) 
Founded  in  1654  by  order  of  Peter  Stuyvesant.  the 
present  building,  third  on  the  site,  was  constructed  in 
1796   at   a   cost   of   nearly   5000  pounds  Original 
exterior  restored  in  1967 


